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(DUngemittel, Pflanzen, Futtermittel, Holz 
u.a.) 

2.6 Lebensmittel 
(Getreide, Hackfriichte, Olsaat, Obst, 
Gemtuse, tierische Produkte, Gewurze, 
Zusatzstoffe, Getranke u.a.; Tabak und 
Tabakerzeugnisse) 

2.7 Schadlingsbekampfungsmittel 


2.8 Pharmazeutische Produkte und 
Kosmetica 


3 Biochemische und klinische Analyse 
(Allgemeines, Elemente, einfache 
Korperstoffe, Aminosauren, Peptide, 
Proteine, Nucleinsauren, Lipide, Steroide, 
Hormone, Enzyme u.a.; Drogen, sonstige 
Gifte) 
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